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Public  Law  104-224 
104th  Congress 

An  Act 

To  repeal  an  unnecessary  medical  device  reporting  requirement  Oct.  2.  1996 

of 

SECTION  1.  REPEAL. 
Approved  October  2,  1996. 
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